Limpopo: Fetakgomo(LIM474) - Table A1 Budget Summary for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10/26) 


Description 

2007/08 

2008/09 

2009/10 


Current year 2010/11 


2011/12 Medium Term Revenue & Expenditure 
Framework 

R thousands 

Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Pre-audit 

Outcome 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

Financial Performance 











Property rates 








920 

1861 

2 801 

Service charges 




154 

154 

154 


1800 

2 700 

3 400 

Investment revenue 



718 

700 

700 

700 

441 

800 

850 

895 

Transfers recognised - operational 



29 408 

36 373 

36 673 

36 673 

36 744 

43 672 

47 955 

50 951 

Other own revenue 



744 

5 435 

6 075 

6 075 

5 895 

5 623 

7 059 

8 397 

Total Revenue (excluding capital transfers and contributions) 



30 870 

42 662 

43 602 

43 602 

43 080 

52 815 

60 424 

66 444 

Employee costs 



15 152 

20 880 

20 880 

20 880 

19 416 

21 640 

22 512 

24 312 

Remuneration of councillors 



5 626 

6182 



6 078 

6 962 

7 380 

7 749 

Depreciation & asset impairment 



1673 

1770 

1770 

1770 


1661 

1827 

2 010 

Finance charges 







9 




Materials and bulk purchases 




1200 

1200 

1200 

787 

1500 

1600 

1800 

Transfers and grants 



836 




1262 




Other expenditure 



10 218 

13 268 

19 450 

19 450 

10 795 

19 405 

23 137 

19 509 

Total Expenditure 



33 506 

43 299 

43 299 

43 299 

38 347 

51 168 

56 456 

55 379 

Surplus/(Deficit) 



(2 636) 

(638) 

303 

303 

4 733 

1648 

3 969 

11 064 

Transfers recognised - capital 



11 270 

941 



6 921 




Contributions recognised - capital & contributed assets 











Surplus/(Deficit) after capital transfers & contributions 



8 634 

303 

303 

303 

11 654 

1648 

3 969 

11 064 

Share of surplus/ (deficit) of associate 











Surp1us/(Deficit) for the year 



8 634 

303 

303 

303 

11654 

1648 

3 969 

11 064 

Caoital exDenditure & funds sources 











Capital expenditure 



12 770 

13 051 

17 175 

17 175 

13 768 

17 200 

21785 

26 895 

Transfers recognised - capital 



10 988 

12 450 

17 175 

17 175 

13 572 

14 687 

18 034 

19 014 

Public contributions & donations 



1243 

601 



195 

2 513 

3 751 

7 881 

Borrowing 











Internally generated funds 







1 




Total sources of capital funds 



12 231 

13 051 

17 175 

17 175 

13 768 

17 200 

21 785 

26 895 

Financial Dosition 











Total current assets 



14 174 

1486 

1486 

1486 

23 403 

6 983 

4 781 

7 228 

Total non current assets 



41 688 

56 026 

17 175 

17 175 

97 421 

62 150 

76 150 

90 650 

Total current liabilities 



11899 

1147 

539 

539 

4166 

420 

321 

485 

Total non current liabilities 




251 







Community wealth/Equity 



43 963 

56 114 

18 122 

18 122 

116 658 

68 713 

80 610 

97 393 

Cash flows 











Net cash from (used) operating 


6 258 

(28 236) 

9 621 

174 214 

174 214 

11435 

16 335 

22 003 

11 064 

Net cash from (used) investing 



28 672 

(9 551) 

(8 988) 

(8 988) 

(11001) 

(17 200) 

(21 785) 

(26 895) 

Net cash from (used) financing 











Cash/cash equivalents at the year end 


12 863 

10 859 

248 

165 226 

165 226 

559 

(865) 

(647) 

(16 478) 

Cash backina/surDlus reconciliation 











Cash and investmenls available 



10 859 

1323 

1323 

1323 

21897 

5 864 

3 425 

5 362 

Application of cash and investments 

2178 

4 589 

11750 

1243 

226 

226 

313 

(609) 

(936) 

(1 302) 

Balance - surplus (shortfall) 

(2 178) 

(4 589) 

(892) 

80 

1097 

1097 

21 584 

6 473 

4 361 

6 664 

Asset manaaement 











Asset registersummary (WDV) 



12 770 

61 152 

17 175 

17 175 

13 768 

32 417 

40 906 

46 375 

Depreciation & asset impairment 



1673 

1770 

1770 

1770 


1661 

1827 

2 010 

Renewal of Existing Assets 











Repairs and Mainlenance 











Free services 











Cost of Free Basic Services provided 

560 

500 


1200 

1200 

1200 





Revenue cost of free services provided 

560 

500 


1200 

1200 

1200 





Households below minimum service level 











Water: 











Sanitation/sewerage: 











Energy: 











Refuse: 
























Limpopo: Fetakgomo(LIM474) - Table A2 Budgeted Financial Performance (revenue and expenditure by standard classHication) for 4th Quarter ended 30 June 2011 (Published Figui 


Standard Classification Description 

Ref 

2007/08 

2008/09 

2009/10 

Current year 2010/11 

2011/12 Medium Term Revenue & Expenditure 
Framework 

R thousands 

1 

Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

Revenue • Standard 











Governance and Administration 




42 140 

29 434 

29 434 

29 434 

37 117 

41 770 

45 542 

Executive & Council 





1730 

1730 

1730 

2 028 

2 242 

2 389 

Budget & Treasury Office 





7 785 

7 785 

7 785 

11 811 

13 770 

15 745 

Corporate Sen/ices 




42 140 

19 919 

19 919 

19 919 

23 278 

25 758 

27 408 

Community and Public Safety 





6 504 

6 504 

6 504 

6172 

8 220 

9 780 

Community & Social Services 

Sport And Recreation 

Public Safety 

Housing 

Health 





6 504 

6 504 

6 504 

6172 

8 220 

9 780 

Economic and Environmental Services 





7 664 

7 664 

7 664 

9 526 

10 435 

11 122 

Planning and Development 

Road Transport 

Environmental Protection 





7 664 

7 664 

7 664 

9 526 

10 435 

11 122 

Trading Services 











Electricity 

Water 

Waste Water Management 

Waste Management 











Other 

4 










Total Revenue - Standard 

2 



42 140 

43 602 

43 602 

43 602 

52 815 

60 424 

66 444 

ExDenditure • Standard 











Governance and Administration 




28 098 

29 481 

29 481 

29 481 

33 771 

36 359 

36 503 

Executive & Council 




2 238 

1730 

1730 

1730 

2 902 

3124 

3 367 

Budget & Treasury Office 




6 311 

7 785 

7 785 

7 785 

8 585 

9 534 

8 306 

Corporate Sen/ices 




19 549 

19 966 

19 966 

19 966 

22 283 

23 701 

24 830 

Community and Public Safety 





6 204 

6 204 

6 204 

7 824 

7 288 

7 490 

Community & Social Services 

Sport And Recreation 

Public Safety 

Housing 

Health 





6 204 

6 204 

6 204 

7 824 

7 288 

7 490 

Economic and Environmental Services 




5 408 

7 614 

7 614 

7 614 

9 573 

12 808 

11 387 

Planning and Development 

Road Transport 

Environmental Protection 




5 408 

7 614 

7 614 

7 614 

9 573 

12 808 

11 387 

Trading Services 











Electricity 

Water 

Waste Water Management 

Waste Management 











Other 

4 










Total Expenditure • Standard 

3 



33 506 

43 299 

43 299 

43 299 

51168 

56 456 

55 379 

Surplus/(Deficit) for the year 




8 634 

303 

303 

303 

1648 

3 969 

11 064 


References 

1. Government Finance Statisiics Functions and Sub-functions are standardised to assist the compilation of national and International accounts for comparison purposes 

2. Total Revenue by standard classification must reconcile to Total Operating Revenue shown in Budgeted Financial Performance (revenue and expenditure) 

3. Total Expenditure by Standard Classl^cation must reconcile to Total Operating Expenditure shown in Budgeted Financial Performance (revenue and expenditure) 

4. All amounis must be classified under a standard classification (modified GFS). The GFS function 'Other' is only for Abbatoirs, Air Transport, Markets and Tourism - and if used must be supported by footnotes. Nothing else may be placed 
under 'Other'. Assign associate share to relevant classification 






Limpopo: Fetakgomo(LIM474) - Table A4 Budgeted Financial Performance (revenue and expenditure) for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10/26) 


Description 

Ref 

2007/08 

2008/09 

2009/10 


Current year 2010/11 


2011/12 Medium Term Revenue & Expenditure 
Framework 

R thousands 


Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Pre-audit 

Outcome 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

Revenue By Source 












Property rates 









920 

1861 

2 801 

Property rates - penalties and collection charges 












Service charges - electricity revenue 












Service charges - water revenue 












Service charges - sanitation revenue 












Service charges - refuse revenue 












Service charges - other 





154 

154 

154 


1800 

2 700 

3 400 

Rental of facilities and equipment 




143 

301 

301 

301 

65 




Interest earned - external investments 




718 

700 

700 

700 

441 

800 

850 

895 

Interest earned - outstanding debtors 





10 

10 

10 

119 

60 

66 

73 

Dividends received 












Fines 





100 

100 

100 


100 

110 

121 

Licences and permits 




141 

2 614 

2 614 

2 614 

(47) 

1200 

2 000 

2 500 

Agency services 





200 

200 

200 

793 

600 

750 

975 

Transfers recognised - operational 




29 408 

36 373 

36 673 

36 673 

36 744 

43 672 

47 955 

50 951 

Other own revenue 




459 

2 210 

2 851 

2 851 

4 966 

3 663 

4133 

4 728 

Gains on disposal of PPE 












Total Revenue (excl. capital transfers and contributions) 




30 870 

42 662 

43 602 

43 602 

43 080 

52 815 

60 424 

66 444 

ExDenditure By Type 












Employee related costs 




15 152 

20 880 

20 880 

20 880 

19 416 

21640 

22 512 

24 312 

Remuneration of councillors 




5 626 

6182 



6 078 

6 962 

7 380 

7 749 

Debt impairment 






6182 

6182 





Depreciation and asset impairment 




1673 

1770 

1770 

1770 


1661 

1827 

2 010 

Finance charges 








9 




Bulk purchases 





1200 

1200 

1200 

787 

1500 

1600 

1800 

Other Materials 












Contractes services 




1178 




861 




Transfers andgrants 




836 




1262 




Other expenditure 

4,5 



9 040 

13 268 

13 268 

13 268 

9 934 

19 405 

23 137 

19 509 

Loss on disposal of PPE 












Total Expenditure 




33 506 

43 299 

43 299 

43 299 

38 347 

51 168 

56 456 

55 379 

Surplus/(Deficit) 




(2 636) 

(638) 

303 

303 

4 733 

1648 

3 969 

11 064 

Transfers recognised - capital 




11 270 

941 



6 921 




Contributions recognised - capital 












Contributed assets 
















8 634 

303 

303 

303 

11 654 

1648 

3 969 

11 064 

Surplus/(Deficit) after capital transfers and contributions 












Taxation 












Surplus/(Deficjt) after tctxation 




8 634 

303 

303 

303 

11 654 

1648 

3 969 

11 064 

Attributable to minorities 












Surplus/(Deficjt) attributable to municipality 




8 634 

303 

303 

303 

11 654 

1648 

3 969 

11 064 

Share of surplus/ (deficit) of associate 












Surplus/(Deficjt) for the year 




8 634 

303 

303 

303 

11 654 

1648 

3 969 

11 064 


References 

1. Classificalions are revenue sources and expenditure type 

2. Detail to be provided in Table SAl 

3. Previously described as 'bad or doubtful debts' - amot/nfs s/town should reflect the change in the provision for debt impairment 

4. Expenditure type components previously shown under repairs and maintenance should be allocated back to the originating expenditure group/item; e.g. employee costs 

5. Repairs & maintenance delailed in Table A9 and Table SA34c 

6. Contributions are funds provided by external orgfan;saf/oos fo ass/sf with /nfrasfrucfure development; e.g. developer contributions (delail to be provided in Table SAl) 

7. Equity method 

8. All materials not part of 'bulk’ e.g road making materiais, pipe, cable etc. 





Limpopo: Fetakgomo(LIM474) - Table A5 Budgeted capital Expenditure by Standard Classification and Funding for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10/26) 


Description 

Ref 

2007/08 

2008/09 

2009/10 

Current year 2010/11 

2011/12 Medium Term Revenue & Expenditure 
Framework 

R thousands 

1 

Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Pre-audit 

Outcome 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

Caoital ExDenditure • Standard 












Governance and Administration 




12 770 


17 175 

17 175 

13 768 




Executive&Council 

Budget & Treasury Office 

Corporate Services 




12 770 


17 175 

17 175 

13 768 




Community and Public Safety 












Community & Social Services 

Sport And Recreation 

Public Safety 

Housing 

Health 












Economic and Environmental Services 





13 051 




17 200 

21 785 

26 895 

Planning and Development 

Road Transport 

Environmental Protection 





13 051 




17 200 

21 785 

26 895 

Trading Services 












Electricity 

Water 

Waste Water Management 

Waste Management 












Other 












Total Capital Expenditure - Standard 

3 



12 770 

13 051 

17 175 

17 175 

13 768 

17 200 

21 785 

26 895 

Funded bv; 












National Government 

Provincial Government 

District Municipality 

Other transfers and grants 




10 988 

12 450 

17 175 

17 175 

13 572 

14 687 

18 034 

19 014 

Transfers recognised • capital 

4 



10 988 

12 450 

17 175 

17 175 

13 572 

14 687 

18 034 

19 014 

Public contributions and donations 

5 



1243 

601 



195 

2 513 

3 751 

7 881 

Borrowing 

Internally generated funds 

6 







1 




Total Capital Funding 

7 



12 231 

13 051 

17 175 

17 175 

13 768 

17 200 

21 785 

26 895 


References 

1. Municipalities may choose to appropriaie for capital expenditure for three years or for one year (if one year appropriation projected expenditure required for yr2 and yr3). 

2. Include capital component of PPP unitary payment. Note that capital transfers are only appropriated to municipalities for the budget year 

3. Capital expenditure by standard classification must reconcile to the appropriations by vote 

4. Must reconcile to supporting table SA20 and to Budgeted Financial Performance (revenue and expenditure) 

5. Must reconcile to Budgeted Financial Performance (revenue and expenditure) 

6. Include finance leases and PPP capital funding component of unitary payment - total borrowing/repayments to reconcile to changes in Table SA17 

7. Total Capital Funding must balance with Total Capital Expenditure 

8. Include any capitalised interest (MFMA section 46) as part of relevant capital budget 





Limpopo: Fetakgomo(LIM474] • Table A6 Budgeted Financial Position for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10/26] 


Description 

Ref 

2007/08 

2008/09 

2009/10 

Current year 2010/11 

2011/12 Medium Term Revenue & Expenditure 
Framework 

R thousands 


Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Pre-audit 

Outcome 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

ASSETS 












Current assets 












Cash 




10 859 

1323 

1323 

1323 

4 410 

5 864 

3 425 

5 362 

Call investment deposits 

1 







17 487 




Consumer debtors 

1 



176 


35 

35 

165 




Other debtors 








972 

1029 

1257 

1787 

Current portion of long-term receivables 




2 956 

35 







Inventory 

2 



184 

128 

128 

128 

368 

90 

99 

79 

Total current assets 




14 174 

1486 

1486 

1486 

23 403 

6 983 

4 781 

7 228 

Non current assets 












Long-term receivables 

Investments 

Investment property 

Investment in Associate 

Property, plant and equipment 

Agricultural 

Biological 

Intangible 

Other non-current assets 

3 



41 688 

56 026 

17 175 

17 175 

97 421 

62 150 

76 150 

90 650 

Total non current assets 




41 688 

56 026 

17 175 

17 175 

97 421 

62 150 

76 150 

90 650 

TOTAL ASSETS 




55 862 

57 512 

18 661 

18 661 

120 823 

69 133 

80 931 

97 878 

LIABILITIES 












Current liabilities 












Bank overdraft 

1 











Borrowing 

4 




125 



256 




Consumer deposits 






254 

254 

(1) 




Trade and other payables 

4 



11 771 

1022 

285 

285 

1429 

420 

321 

485 

Provisions 




128 




2 481 




Total current liabilities 




11 899 

1147 

539 

539 

4166 

420 

321 

485 

Non currentliabilities 












Borrowing 












Provisions 





251 







Total non current liabilities 





251 







TOTAL LIABILITIES 




11 899 

1398 

539 

539 

4166 

420 

321 

485 

NET ASSETS 

5 



43 963 

56 114 

18 122 

18 122 

116 658 

68 713 

80 610 

97 393 

COMMUNITY WEALTH/EQUITY 












Accumulated Surplus/(Deficit] 




43 963 

253 



26 788 

68 713 

80 610 

97 393 

Reserves 

4 




55 861 

18 122 

18 122 

89 870 




Minorities interests 












TOTAL COMMUNITY WEALTH/EQUITY 

5 



43 963 

56 114 

18 122 

18 122 

116 658 

68 713 

80 610 

97 393 


References 

1. Detail to be provided in Table SA3 

2. tnclude completed low cost housing to be transferred to beneficiaries within 12 months 

3. Include 'Construction-work-in-progress' (disclosed separately in annual financial statements) 

4. Detail to be provided in Table SA3. Includes reserves to be funded by statute. 

5. Net assets must balance with Total Community Wealth/Equity 






Limpopo: Fetakgomo(LIM474] • Table A7 Budgeted Cash Flows for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10/26) 


Description 

Ref 

2007/08 

2008/09 

2009/10 

Current year 2010/11 

2011/12 Medium Term Revenue & Expenditure 
Framework 

R thousands 


Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Pre-audit 

Outcome 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

CASH FLOW FROM OPERATING ACTIVITIES 












Receipts 












Ratepayers and other 



244 

450 

2 284 

13 544 

13 544 

7 035 

8 283 

7 953 

10 326 

Government-operating 

1 


7 235 


38 814 

196 500 

196 500 

44 807 

43 672 

51 555 

55 151 

Government-capital 

1 








14 687 

18 034 


Interest 




718 


700 

700 


860 

916 

967 

Dividends 












Payments 












Suppliers and employees 



(1142) 

(29 404) 

(20 120) 

(36 010) 

(36 010) 

(23 749) 

(51 168) 

(56 456) 

(55 379) 

Finance charges 

Transfers and grants 

1 


(79) 


(11 357) 

(520) 

(520) 

(16 658) 




NET CASH FROM/(USED) OPERATING ACTIVITIES 



6 258 

(28 236) 

9 621 

174 214 

174 214 

11 435 

16 335 

22 003 

11 064 

CASH FLOW FROM INVESTING ACTIVITIES 












Receipts 












Proceeds on disposal of PPE 




40 776 








Decrease in non-current debtors 












Decrease in other non-current receivables 












Decrease (increase) in non-current investments 




(12 105) 

3 500 



3 500 




Payments 












Capital assets 





(13 051) 

(8 988) 

(8 988) 

(14 501) 

(17 200) 

(21 785) 

(26 895) 

NET CASH FROM/(USED) INVESTING ACTIVITIES 




28 672 

(9 551) 

(8 988) 

(8 988) 

(11 001) 

(17 200) 

(21 785) 

(26 895) 

CASH FLOW FROM FINANCING ACTIVITIES 












Receipts 












Short term loans 

Borrowing long term/refinancing 

Increase (decrease) in consumer deposits 












Payments 












Repayment of borrowing 












NET CASH FROM/(USED) FINANCING ACTIVITiES 












NETINCREASE/(DECREASE) IN CASH HELD 



6 258 

435 

70 

165 226 

165 226 

434 

(865) 

218 

(15 831) 

Cash/cash equivalents at the year begin: 

2 


6 605 

10 423 

178 



124 


(865) 

(647) 

Cash/cash equivalents at the year end: 

2 


12 863 

10 859 

248 

165 226 

165 226 

559 

(865) 

(647) 

(16 478) 


References 

1. Local/District municipalities to include transfers from/to District/Local Municipalities 

2. Cash equivalents includes investments with maturities of 3 months or less 





Limpopo: Fetakgomo(LIM474) • Table A9 Asset Management for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10/26) 


Descrlptlon 

Rthousands 

Ref 

2007/08 

2008/09 

2009/10 

irrent year 2010/11 

Term Revenue & 

Audlted 

Outcome 

Audlted 

Outcome 

Audlted 

Outcome 

Orlglnal Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

CAPITAL EXPENDtTURE 











Total New Assets 




12 770 

13 051 

17 175 

17 175 

17 200 

21 785 

26 895 

Infrastructure ■ Road Transport 




1849 


1002 

1002 

150 



Infrastructure ■ Electricity 




2 034 


2 203 

2 203 

505 

11 516 

11 130 

Infrastructure ■ Water 











Infrastructure ■ Sanltation 











Infrastructure ■ Other 




2 601 







Infrastructure 




6 483 


3 205 

3 205 

655 

11 516 

11 130 

Community 




3113 

7 351 

6194 

6194 

6 200 

5 370 

8 350 

Heritage assets 











Investment properties 











Other assets 




3173 

5 700 

7 776 

7 776 

10 345 

4 898 

7 415 

Agricultural assets 











Biological assets 











Intangibles 











Total Rettewal of Exlstina Assets 











Infrastructure ■ Road Transport 











Infrastructure ■ Electricity 











Infrastructure ■ Water 











Infrastructure ■ Sanitation 











Infrastructure ■ Other 











Infrastructure 











Community 











Heritage assets 











Investment properties 











Other assets 











Agricultural assets 











Biological assets 











Intangibles 











Total Capltal Expenditure 











Infrastructure ■ Road Transport 




1849 


1002 

1002 

150 



Infrastructure ■ Electricity 




2 034 


2 203 

2 203 

505 

11 516 

11 130 

Infrastructure ■ Water 











Infrastructure ■ Sanitarion 











Infrastructure ■ Other 




2 601 







Infrastructure 




6 483 


3 205 

3 205 

655 

11 516 

11 130 

Community 




3113 

7 351 

6194 

6194 

6 200 

5 370 

8 350 

Heritage assets 











Investment properties 











Other assets 




3173 

5 700 

7 776 

7 776 

10 345 

4 898 

7 415 

Agricultural assets 











Biological assets 











Intangibles 











TOTAL CAPITAL EXPENDITURE - Asset Class 




12 770 

13 051 

17 175 

17 175 

17 200 

21 785 

26 895 

ASSET REGISTER SUMMARY - PPE (WDV) 











Infrastructure ■ Road Transport 




1849 

12 

1002 

1002 

300 



Infrastructure ■ Electricity 




2 034 


2 203 

2 203 

1010 

23 033 

22 260 

Infrastructure ■ Water 





30 






Infrastructure ■ Sanltatlon 











Infrastructure ■ Other 




2 601 

2 499 






Infrastructure 




6 483 

2 541 

3 205 

3 205 

1310 

23 033 

22260 

Community 




3113 

33 231 

6194 

6194 

12 400 

10 740 

12 700 

Heritage assets 











Investment properties 











Other assets 




3173 

25 379 

7 776 

7 776 

18 707 

7133 

11 415 

Agricultural assets 











Biological assets 











Intangibles 











TOTAL ASSET REGISTER SUMMARY - PPE (WDV) 




12 770 

61 152 

17 175 

17 175 

32 417 

40 906 

46 375 

EXPENDITURE OTHER ITEMS 











Deoreciatlon and asset ImDairment 




1673 

1770 

1770 

1770 

1661 

1827 

2 010 

Reoairs atid Maintenance bv Asset Class 











Infrastructure ■ Road Transport 











Infrastructure ■ Electricity 











Infrastructure ■ Water 











Infrastructure ■ Sanitation 











Infrastructure ■ Other 











Infrastructure 











Community 











Heritage assets 











Investment properties 











Other assets 

6,7 










TOTAL EXPENDITURE OTHER ITEMS 




1673 

1770 

1770 

1770 

1661 

1827 

2 010 

% ofcapital exp on renewal ofassets 


0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

Renewal ofExisting Assets as % ofdeprecn 


0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

R&M asa%ofPPE 


0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

Renewal and R&M asa%of PPE 


0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

Repalrs and Maintenance by Expenditure Items 











Employee related costs 











Other materials 











Contracted Services 











Other expenditure 











Total Repalrs and Malntenance Expenditure 












References 

1. Detail of new assets provided in TableSA34a 

2. Detail ofrenewal ofexisling assets provided in Table SA34b 

3. Detail ofRepairs and Mainienance byAsserClass provided in Table SA34c 

4. Must reconcile to total capital expenditure on Budgeted Capital Expenditure 

5. Must reconclle to ‘Budgeted Flnancial Position' (written down value) 

6. Donated/contributed and assets funded by finance leases to be allocated to tbe respective category 

7. Including repairs and maintenance to agricultural, biological and intangible assets 















Limpopo: retakgomo(LIM474) ■ Table AIO Basic Service Delivery Measurement for 4th Quarter ended 30 June 2011 (Published Pigures as at 2011/10/26) 


Description 

Rthousands 

Ref 

2007/08 

2008/09 

2009/10 

Current year 2010/11 

2011/12 Medium Term Revenue & Expenditure 
Framework 

Audited 

Outcome 

Audlted 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

Household service taraets 

Water: 

Piped water inside dwelling 

Piped water inside yard (but not in dweliing) 

Using public tap (at least min.service level) 

Other water supply (at least min.service level) 

Minimum Service Level and Above sub-total 

Using public tap (< min.service level) 

Other water supply (< min.service level) 

No water supply 

Below Minimum Service Level sub-total 

Total number of households 

Sanitation/seweraae: 

Flush toilet (connected to sewerage) 

Flush toilet (with septic tank) 

Chemical toilet 

Pit toilet (ventilated) 

Other toilet provisions (> min.service level) 

Minimum Service Level and Above sub-total 

Bucket toilet 

Other toiiet provisions (< min.service level) 

No toilet provisions 

Below Minimum Service Level sub-total 

Total number of households 

Enerqy: 

Electricity (at least min.service level) 

Electricity - prepaid (min.service level) 

Minimum Service Level and Above sub-total 

Electricity (< min.service level) 

Electricity - prepaid (< min. service level) 

Other energy sources 

Below Minimum Service Level sub-total 

Total number of households 

Refuse: 

Removed at least once a week 

Minimum Service Level and Above sub-total 

Removed less frequently than once a week 

Using communal refuse dump 

Using own refuse dump 

Other rubbish disposal 

No rubbish disposal 

6e/ow Minimum Service Level sub-total 

Total number of households 

1 

2 

4 

3 

4 

5 

5 

5 

5 






















































































































Households recelvina Free Basic Servlce 

Water (6 kilolitres per household per month) 

Sanitation (free minimum level service) 

Electricity/other energy (50kwh per household per month) 

Refuse (removed at least once a week) 

7 

2 

2 


3 

3 





Cost of Free Baslc Services orovided 

Water (6 kilolitres per household per month) 

Sanitation (free sanitation service) 

Electricity/other energy (50kwh per household per month) 

Refuse (removed once a week) 

Total cost of FBS provlded (minimum social package) 

8 

560 

500 


1200 

1200 





560 

500 


1200 

1200 





Hiahest level of free service orovided 

Property rates (value threshold) 

Water (kilolitres per household per month) 

Sanitation (kilolitres per household per month) 

Sanitation (Rand per household per month) 

Electricity (kwh per household per month) 

Refuse (average litres per week) 











Revenue cost of free services orovided 

Property rates (R15 000 threshold rebate) 

Property rates (other exemptions, reductions and rebates) 

Water 

Sanitation 

Electricity/other energy 

Refuse 

Municipal Housing - rental rebates 

Housing - top structure subsidies 

Other 

Total revenue cost of free services provlded (total social 
package) 

9 

6 

560 

500 


1200 

1200 





560 

500 


1200 

1200 






References 

1. Include services provided by another entity; e.g. Eskom 

2. Stand distance <= 200m from dwelling 

3. Stand distance > 200m from dwelling 

4. Borehole, spring, rain-water tank etc. 

5. Must agree to total number of households in municipal area 

6. Include value of subsidy provided by municipality above provincial subsidy level 

7. Show number of households receiving at ieast these levels of services completely free 

8. Must reflect the cost to the municipality of providing the Free Basic Service 

9. Refiect the cost to the municipality in terms of 'revenue foregone' of providing free services (note this will not equal 'Revenue Foregone' on SAl) 








Limpopo: Felakgomci^UIVM-TiQ - Supporting Table SAIO Funcing Measurement for 4th Quarter ended 30 June 2011 (Published Hgures as at 2011/10/26) 


Description 

IVFMA 

Ref 

2007/08 

2008/09 

2009/10 


Current year 201X)/11 


2011/12 Medium Term Revenue & Expenciture 

Framework 

Rthousands 

Section 


Audited 

Out(xime 

Audited 

Outcome 

Audted 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Pre-audit 

Outcome 

Budget Year 

2011/12 

Budget Year 

2012/13 

Budget Year 

2013/14 

Fundina measures 

Cash/cash equivalents ai the year md - ROOO 

18(l)b 

1 

_ 

12 863 

10859 

248 

165226 

165 226 

559 

(865) 

(647) 

(16478) 

Cash + investments at the yr end less applications - ROOO 

18(l)b 

2 

(2178) 

(4589) 

(892) 

80 

1097 

1097 

21584 

6473 

4361 

6664 

Cash year end/monthly errployee^supplier p^irrents 

18(l)b 

3 

- 

- 

5.7 

0.1 

70.2 

70.2 

0.2 

(0.3) 

(0.2) 

(5.8) 

Surplus/(Defidt) ecduding depredation crffeets: ROOO 

18(1) 

4 

- 

- 

8 634 

303 

303 

303 

11654 

1648 

3 969 

11064 

Service dwge rev % diange - macro CRX target exdusive 

18(l)a,(2) 

5 

(6.0%) 

(6.00/0) 

(6.0%) 

(6.0%) 

(6.0%) 

( 6 . 0 %) 

(106.0%) 

1062.8% 

44.0% 

19.9% 

Cash receipts % of Rat^D^er & Otha" revenue 

18(l)a,(2) 

6 

0.0% 

0.0% 

11.6% 

(I 4 . 6 P/ 0 ) 

168.0% 

168.0% 

87% 

89.3% 

67.5% 

68.6P^ 

Debtirrpairmente>penseasa%oftotal billable revaiue 

18(l)a,(2) 

7 

0.0% 

0.0% 

0.0% 

0.0% 

1360.2% 

1360.2% 

0.0% 

0.0% 

0.0% 

0.0% 

Capital p^iments % of capitd expenditure 

18(l)c:19 

8 

0.0% 

0.0% 

0.0% 

100.0% 

52.3% 

52.3P^ 

105.3% 

100.0% 

100.0% 

lOO.OP/o 

Borroi/wng receipts%of capita! expenditure(exd. transfas) 

18(l)c 

g 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

Grants % of GcM. Iegislated/gazetted allocations 

18(l)a 

10 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

Currait cxrsumer debtcrs %change - incr(decr) 

18(l)a 

11 

0.0% 

0.0% 

0.0% 

(98.9%) 

0.0% 

O.OP^ 

3149.2% 

( 9 . 5 P/ 0 ) 

22.2% 

42.2% 

Long term receivables %change - incr(decr) 

18(l)a 

12 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

O.OP^ 

0.0% 

0.0% 

0.0% 

0.0% 

RSiM %of Property Plant & Briuipment 

20(l)(vi) 

13 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

O.OP^ 

0.0% 

0.0% 

0.0% 

O.OP^ 

Asset renaAal %crf capital budget 

20(l)(vi) 

14 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

O.OP^ 

0.0% 

0.0% 

0.0% 

O.OP^ 


References 

1. RDsiti\e cash balances indic^ve of nirirrLan compliance - sut^ect to 2 

2. Dedud cash and investnent applic^ions (defined) from cash balances 

3. lrxJiceiive d suffident liqucSty to rreet average rrontJiy oper^ng payrrents 

4. IncSceiivec^fundedopersiional reqiBrenerts 

5. IncSceiive d actierence /d macro-ecorxjrric targeis (prior /d 2003104 revenue not avaiiable for Ngh capadty mnidpalities and iaier for other c^radty dassific^ons) 

6. Redistic average cash collection fiyecasts as%cS amual billed revenue 

7. Redistlc average increase in debt irrpairment (doubtful debt) provision 
R IncSceiive d planned capltal expencStLffe level & cash paymert tirring 

9. IncSceiive ct corrpliance viith borroAing 'oriy for the capital budget - shodd not €£xceed 100% un/ess refinaydng 

10. SiÈstanlieiion ct Nadonal/Provirce alloc^ions induded in budget 

11. IrcSceiive of realistic cwrert arrear debtor colledion targds (prior to 2003/04 refvenue not avaidde for capadty rTLffidpdities and later for other capadty dassific^ons) 

12. IncScetive of realistic long term arrear debtor cdlection targets (prior to 2/00/3/04 revertje not availaNe for N0t c^oadty muNdpdities and later for other cepadty dasdfications) 

13 IrcScetive of a crecSNe allovierce for r^Dairs & mairtenance ct asse/s - functioNng assets revenue protedion 

14. IrcScetive of a crecSNe a//ouiance for a sset renevid (rec^res analysis ct asset reneviel projeds as %oftdN capitN prcjects - detailed c^tal plan) - fmdioNng assets revenue prdedion 


LitTipopo: Fetal<gomo(UM474) - Supporting Table SAIO Funding Measurement for 4th Quarter ended 30 June 2011 (Published Hgures as at 2011/1(V26) 


Description 

IVFMA 

Ref 

2007/08 

2008/09 

2009/10 

Current year 201X)/11 

2011/12 Medium Term Revenue & Exp)enditure 

Framework 

Rthousands 

Section 


Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Ohginal Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Pre-audit 

Outcome 

Budget Year 

2011/12 

Budget Year 

2012/13 

Budget Year 

2013/14 

SuDDOitinq indicators 













%incr total service charges (ind prop rates) 

18(l)a 



0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

(100.0%) 

1068.8% 

50.0% 

25.9% 

%irx:r PropertyTax 

18(l)a 



0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

102.2% 

50.5P^ 

% i ncr Service dwges - electridty revenue 

18(l)a 



0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

%incr Service dwges - vjater revenie 

18(l)a 



0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

%incr Service dwges - sanitation rev^iue 

18(l)a 



0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

%incr Service dwges - refuse revenue 

18(l)a 



0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

%incr in Savice charges - other 

18(l)a 



0.0% 

0.0% 

0.0% 

0.0% 

0.0% 

(100.0%) 

1068.8% 

50.0% 

25.9% 

Total billable revenue 

18(l)a 


- 

- 

143 

455 

455 

455 

65 

2720 

4561 

6 201 

Service charges 



- 

- 

- 

154 

154 

154 

- 

1800 

2700 

3400 

Property rates 



- 

- 

- 

- 

- 

- 

- 

920 

1861 

2 801 

Service charges - electridty revenue 



- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Service charges - v\ater revenue 



- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Service charges - sanitation revenue 



- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Service charges - refuse removal 



- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Service charges - other 



- 

- 

- 

154 

154 

154 

- 

1800 

2700 

3400 

Rental of fadlities and equiprrmt 



- 

- 

143 

301 

301 

301 

65 

- 

- 

- 

Captal expenditure excluding capital grant funcSng 



- 

- 

1782 

601 

- 

- 

196 

2 513 

3 751 

7 881 

Cash receipts from ratep^ers 

18(l)a 


- 

244 

450 

2284 

13544 

13 544 

7035 

8283 

7953 

10 326 

Ratep^^r & Cther revenue 

18(l)a 


- 

- 

744 

5 579 

6219 

6 219 

5777 

8283 

11553 

14526 

Change in consumer debtcxs (current and non-current) 



1560 

- 

3132 

(3 097) 

(3097) 

(3 097) 

(1995) 

994 

228 

530 

Cperating and Capital Grant Revenue 

18(l)a 


- 

- 

40678 

37 314 

36673 

36 673 

43665 

43 672 

47 955 

50 951 

Capital expmditure - total 

20(l)(vi) 


- 

- 

12770 

13051 

17175 

17175 

13768 

17 200 

21785 

26 895 

Capital expmditure - renev\al 

20(l)(vi) 


- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

SuDoortina benchmarks 













GrcMtii guideline maxirrum 



6.0% 

6.0% 

6.0% 

6.0% 

6.0% 

6.0% 

6.0% 

6.0% 

6.0% 

6.0% 

CRXguide(ine 



4.3% 

3.9% 

4.6% 

5.2% 

5.2% 

5.2% 

5.2% 

5.1% 

4.3% 

4.5P^ 

DoRA operating grants total IVFY 













DoRAcapitd 3 'antstotal IVFY 













PrcA/indal operating p'ants 













PrcA/indal capital grants 













Distrid Munidpality grants 













Total gazettecVadvised nationd, provindal and di^ict grants 



- 

- 

- 

- 

- 

- 

- 

- 

- 

- 

Average annual cdlection rate (arrears indusive) 













DoRAooeratina 












List operc^ing ^ants 





















- 

- 

- 

DoRAcapital 












List capit^ grarts 





















- 

- 

- 


Trend 




Umpopo: Fetal<gomo(IJI\/l474) - Supporting Table SAIO Funding Measurement for 4th Quarter ended 30 June 2011 (Published Hgures as at 2011/10/26) 


Description 

IVFMA 

Ref 

2007/08 

2008/09 

2009/10 

Current year 201X3/11 

2011/12 Medium Term Revenue & Expenditure 

f=ramev\ork 

RthoiisatxJs 

Section 


Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Fbrecast 

Pre-audit 

Outcome 

Budget Year 

2011/12 

Budget Year 

2012/13 

Budget Year 

2013/14 

Change in consumer debtors (current and rKn-current) 



1560 

- 

3132 

(3 097) 

(3097) 

(3 097) 

(1995) 

994 

2^ 

530 










Speclalised Vehicles 









700 

500 

Refuse 

Fire 

Conservancy 

Ambulances 









700 

500 


References 


1. Total Capital Expenditure on /len' assefs plus Total Capital Expenditure on renewal of existing assets (SA34b) must reconcile to total capital expendlture In Budgeted Capital Expenditure 

2. Airports, Car Parks, Bus Terminals and Taxi Rar)ks 

3. For example - technology backbones (e.g. fibre optic, WIFI infrastructure) for economic development purposes 

4. Work-in-progress/under construction fo be budgeted under the respective item 

5. Infrastructure includes 'land and buildings required' by that infrastructure and vehicles/plant & equipment used by the service generated by that infrastructure 

6. Donated/contributed & leased assets to be included within the respective sub-class 

7. Busses used to provide a service to the community 

8. Not municipal contributions to the 'top structure' being built using the housing subsidies 

9. Statues, art collections, medals etc. 

10. Ambulances, fire engines, refuse vehicles- but notvehiclesthatwould normally be classified as 'Plant and equipment' 












Limpopo: Fetakgomo(LIM474) • Table SA34b Capital Expenditure on Renewal of Existing Assets by Asset Class for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10] 


Description 

Ref 

2007/08 

2008/09 

2009/10 

Current year 2010/11 

2011/12 Medium Term Revenue & Expenditure 
Framework 

Rthousands 


Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Original Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

lcapital Expenditure on Renewal of Existing Assets by Asset Ciass/Sub-ciass 









infrastructure 











infrastructure - Road Transport 

Roads, Pavements, Bridges and Storm Water 
infrastructure - Eiectricity 











Electricity Reticulation 

Street Lighting 











infrastructure - Water 











Water Reservoirs and Reticulation 











infrastructure - Sanitation 











Sewerage Purification and Reticulation 











infrastructure - Other 











Waste /ifange/nent 

Transportation 

Housing 

Gas 

2 










Other 

3 










Communitv 











Parks and Gardens 

Sportfieids 

Community Halis 

Libraries 

Recreationai Faciiities 

Security and Poiicing 

Buses 

Clinics 

Museums and Art Galieries 

Other 

7 










Heritaae Assets 











Heritage Assets 











Investment Droperties 











investment properties 











Other Assets 











Generai Vehicles 

Speciaiised Vehicies 

Plant and Equipment 

Office Equipment 

Abattoirs 

Markets 

Civic Land and Buiidings 

Other Land and Buiidings 

Other 

10 










Aariculturai Assets 











Agricuiturai Assets 











Bioioaicai Assets 











Bioiogical Assets 











Intanaibles 











intangibles 











Totai Capital Expenditure on renewal of existing assets 

1 











Specialised Vehicles ...... 

Refuse 

Fire 

Conservancy 

Ambuiances 

References 

1. Total Capital Expenditure on nen' assefs fSAS^aj p/us Totai Capital Expenditure on renewai of existing assets (SA34b) must reconcile to total capital expenditure in Budgeted Capital Expenditure 

2. Airports, Car Parks, Bus Terminais and Taxi Ranks 

3. For example - technology backbones (e.g. fibre optic, WIFI infrastructure) for economlc development purposes 

4. Work-in-progress/under construction to be budgeted under the respective item 

5. Infrastructure includes 'land and buildings required' by that infrastructure and vehicles/plant & equipment used by the service generated by that infrastructure 

6. Donated/contributed & ieased assels to be inciuded within the respective sub-class 

7. Busses used to provide a service to the community 

8. Not municipai contributions to the 'top structure’ being buiit using the housing subsidies 

9. Stalues, art coilections, medais etc. 

10. Ambuiances, fire engines, refuse vehicles - but not vehicies that wouid normaliy be ciassified as 'Plant and equipment' 










Limpopo: Fetakgomo(LIM474) • Table SA34c Repairs and Maintenance Expenditure by Asset Class for 4th Quarter ended 30 June 2011 (Published Figures as at 2011/10/26) 


Description 

Ref 

2007/08 

2008/09 

2009/10 

Current year 2010/11 

2011/12 Medium Term Revenue & Expenditure 
Framework 

Rthousands 


Audited 

Outcome 

Audited 

Outcome 

Audited 

Outcome 

Origtnal Budget 

Adjusted 

Budget 

Full Year 

Forecast 

Budget Year 
2011/12 

Budget Year 
2012/13 

Budget Year 
2013/14 

iRepairs and Maintenance Expenditure by Asset Ciass/Sub-class 










infrastructure 











infrastructure - Road Transport 

Roads, Pavemenfs, Bridges and Storm Water 
infrastructure - Eiectricity 











Electricity Pef;cu/af/on 

Streef Lighting 











infrastructure - Water 











Water Reservoirs and Reticulation 











infrastructure - Sanitation 











Sewerage Purification and Reticulation 











infrastructure - Other 











Wasfe Mangement 

Transportation 

Housing 

Gas 

2 










Other 

3 










Communitv 











Parks and Gardens 

Sportfieids 

Community Halis 

Libraries 

Recreationai Faciiities 

Security and Poiicing 

Buses 

Clinics 

Museums and Art Galieries 

Other 

7 










Heritaae Assets 











Heritage Assets 











Investment properties 











investment properties 











Other Assets 











Generai Vehicles 

Speciaiised Vehicies 

Plant and Equipment 

Office Equipment 

Abattoirs 

Markets 

Civic Land and Buiidings 

Other Land and Buiidings 

Other 

10 










Aariculturai Assets 











Agricuiturai Assets 











Bioioaicai Assets 











Bioiogical Assets 











Intanaibles 











intangibles 











Totai Repairs and Maintenance Expenditure 

1 











Specialised Vehicles .... 

Refuse 

Fire 

Conservancy 

Atnbuiances 

References 

1. Total Repairs and Maintenance Expenditure by Assef Category must reconcile to total repairs and maintenance expenditure on Table SAl 

2. Airports, Car Parks, Bus Terminals and Taxi Ranks 

3. For example - technology backbones (e.g. fibre optic, WIFI infrastructure) for economic development purposes 

4. Work-in-progress/under construction fo be budgeted under the respecfiVe item 

5. Infrastructure includes 'land and buildings required' by that infrastructure and vehicles/plant & equipment used by the service generafed by that infrastructure 

6. Donated/contributed & ieased assets to be inciuded within the respective sub-class 

7. Busses used to provide a service to the community 

8. Not municipai contributions to the 'top structure' being buiit using the housing subsidies 

9. Statues, art coilections, medais etc. 

10. Ambuiances, fire engines, refuse vehicles- but notvehiciesthatwouid normaliy be ciassified as 'Plant and equipment' 










